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14  ships  were  inopected  by  the  Sanitary  Inspector*no  delects  were 
found  and  no  vessel  was  reported  as  having* or  having  had* during  the 
voy  ge, infectious  disease  on  board* 


A full  account  of  the  permanent  arrangements  has  been  given  in  previous 
Annual  Reports; no  alterations  were  made  during  the  year* 

It  has  not  been  found  necessary  to  take  any  action  under  the  Public 
Health  (Imported  Food)Regulations* 1937* the  Public  Health  (Preservatives 
etc*  in  Food)  Regulations* 1925  to  1939>or  the  Public  Health  (Imported 
Milk) Regulations* 1926* 

There  are  no  shell  fish  beds  or  layings  within  the  jurisdiction  of  the 
Urban  Authority* 
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